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BOWMAN GRAY MEMORIAL STADIUM was ~ 
officially dedicated in the Fall of 1938 with fc 
the annual football game between Duke Uni- °. 
versity and Wake Forest College. It has a 5 
seating capacity of 14,000. * 
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